Begun  in  1791  by  an  Irish  Priest  sent  by  the  King 
of  Spain.  The  first  church  in  the  Diocese  of  St. 
Augustine  which  includes  most  of  peninsular  Florida. 
Here  parish  records  go  back  to  1565.  Bells  in  the  bell 
facade  date  back  to  1682. 
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